the recipient of the complaints, and that he sometimes took
care of the problems (Tr, 78). However, he could not recall
any instances when Mr, Johnson totally ignored or did abso-
lutely nothing about Mr* Paugh's safety complaints (Tr. 84).

Mr, Smith stated that Mr. Paugh and Mr. Johnson did not
get along and "grouched" at each other (Tr. 85).  In
Mr. Smith's opinion, Mr. Paugh was right "90 percent" of the
time with regard to his safety complaints to Mr. Johnson, and
he recalled an incident in 1984, 2-years before Mr. Paugh's
discharge, when Mr. Paugh bolted for a shift without an opera-
tive TRS, and then refused to continue bolting after arguing
with Mr. Johnson {Tr. 88).  On another occasion when
Mr. Johnson and Mr. Smith would knock down curtains with
their machines, Mr. Paugh would put them back up, and he and
Mr, Johnson would argue over this (Tr. 89-91).

John Prinkey/ rib bolter, confirmed that he has worked
with Mr. Paugh on Mr. Johnson's section, but was not working
on March 5, 1986, because he was off with1 a back injury (Tr.
96).  He worked with Mr. Paugh and Mr. Beckman on the roof
bolter, and Mr. Paugh would shut the bolter., down and refuse
to bolt while the ventilation fan was being advanced and
there was no air over the bolter. When Mr. Paugh advised
Mr. Johnson that he would not bolt without air, Mr. Johnson
responded "well, you know, 1 can't force you" (Tr. 98).

Mr. Prinkey stated that Mr. Beckman spent time "prying
and picking" down ribs which he believed were unsafe, and
that this slowed the bolting crew down to the point where
Mr. Prinkey complained to Mr. Johnson and to superintendent
Steve Polce.  Mr. Paugh and Mr. Beckman also argued about the
situation, and Mr. Paugh told Mr. Johnson that Mr. Beckman
was "goofing off" (Tr. 100). Mr. Prinkey and Mr. Paugh com-
plained because they did not like to work overtime, and if
they did not work fast enough to prepare the area for the
next shift, they would have to stay to finish the bolting.

Mr. Prinkey considered Mr. Paugh to be a good roof
bolter, and he knew of no instances where Mr. Paugh would put
in extra roof bolts just to slow down (Tr. 101). Mr. Prinkey
stated that Mr. Johnson never instructed his crew to bolt
without air, but there were times when the fan would be
moved, without notifying the crew, and this would result in
an interruption to the air (Tr. 102).

Mr. Prinkey stated that after Mr. Paugh's discharge,
Mr. Johnson stated that he "despised" Mr. Paugh (Tr. 103).
Mr. Prinkey confirmed that Mr. Paugh tried to follow all
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things like that wasn't right" (Tr. 77).  Mr. Smith
